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OFFICE OF THE UNDER 

WASHINGTON. D C. 20301 


SECRETARY OF DEFENSE . "• - ' & 3 - bS 


10 MAY 1983 


POLICY 


In Reply Refer To: 
1-05162/83 


MEMORANDUM FOR DEPUTY DIRECTOR, INTELLIGENCE COMMUNITY STAFF 

SUBJECT: Coordination of Intelligence Community Requirements Review 
for SIG(Space) Manned Space Station Study 


My office has reviewed the proposed Intelligence Community response to 
the Manned Space Station Interagency Working Group transmitted in your 
2 May 1983 memorandum. We concur with the requirements as documented. 



Ea/l G. Peck 
Major General , USAF 
Director, Intelligence and Space 
Policy 
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